Height Buffer and Step Back 

S"toi! n Ar^on\'zon“g“ deposed He,ght Buffer: 

Bylaw includes a height buffer, within 25’ - 50’ o^^jdc^iTOrcas 
which requires lower heights B/Vhat JIWj think* ™ t . A 
within a certain distance of single- ^ 

family or two-family residential ■* 

districts. The height buffer applies 
within 100-200’ of these low a w 
density residential districts. 




Proposed Upper Story Step Back: 
Applies above Third Stor^^ 0 _ 0 
What do you think 7 M 
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Arlington's 2 
Bylaw requires that the 
upper stones of buildings 
above a certain height be 
set back from the street, 
step back applies above 
the second story if a building 
is four stones or taller. 


Comments? 

Write your thoughts on Stic 
notes and place them here. 
























